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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 095740 

21 

ORIGIN COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014R 

DRAFTED BY COM/SAD/FCROSLEY/GS 

APPROVED BY EB/OCA/REP/EMCKEON 

COM/SAD/JEMURRIN 

COM/AFR/TFIEDLER 

COM/EM/GCL AU SEN 

AF/EPS/LMWHITE 

038533 

R 250039Z APR 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 
AMEMBASSY LAGOS 
AMEMBASSY LUSAKA 
AMEMBASSY NAIROBI 

UNCLAS STATE 095740 

E.O. 11652: NA 

TAGS: BEXP, IV, NI, ZA, KE 

SUBJECT: TECHNICAL SALES SEMINAR ROAD CONSTRUCTION 

1. FOR ABIDJAN AND LAGOS: WE HAVE NOT RECEIVED CABLE 
SHOWING AGENDAS, DAILY SCHEDULES AND OTHER ARRANGEMENTS 
MADE BY EDWARDS FOR SEMINAR TEAM. SUGGEST YOU RETRANSMIT. 

2. FOR NAIROBI AND LUSAKA: WERNER PROCHASKA OF KOEHRING 
UNABLE TO JOIN TEAM IN NAIROBI AND LUSAKA. PLEASE CANCEL 
ANY ARRANGEMENT MADE FOR HIM AND ADJUST LUSAKA SEMINAR 
PRESENTATION SCHEDULE ACCORDINGLY. HOPITALITY FUNDS 
REMAIN SAME. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE095740 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SAD/FCROSLEY/GS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 45-0625 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975041 6/aaaaaooj. tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUL 2003 by SilvaL0>; APPROVED <10 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TECHNICAL SALES SEMINAR ROAD CONSTRUCTION 
TAGS: BEXP, IV, Nl, ZA, KE 
To: ABIDJAN MULTIPLE 
Type: TE 
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